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UNCLASSIFIED 

PAGE 01 BUENOS 03210 26I954Z 
ACTION ARA-14 

INFO OCT-OI ISO-00 EB-08 /023 W 

061403 271259Z/50 

R26I925Z APR78 
FM AMEMBASSY BUENOS AIRES 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 5502 

UNCLAS BUENOS AIRES 3210 


Message Text 


E.O. 11652N/A 
TAGS BENC, AR 

SUBJECT MAJOR PROJECT: STATUS OF ARGENTINE ELECTRIC 
POWER CONSTRUCTION PLANS 


REP: A STATE 102438; B 1976 BA A-170; BA 2978 

1 . AS REPORTED IN QUARTERLY CCP REPORT (BA 2978) 
POWER SECTOR MARKET SURVEY UPDATE HAS JUST BEEN 
INITIATED. EXPECT COMPLETION BY MID JUNE. WILL 
ATTEMP TO DELIVER EARLIER IP POSSIBLE. 


2. REPORT ON ENERGY DEVELOPMENT PLAN SUBMITTED 
TO DEPARTMENT OF STATE VIA BA A-150, DATED 
DEC 7, 1977. REGRET DID NOT ADDRESS TO USDOC 
AS WELL. 

THIS REPORT DOES NOT, HOWEVER, INCLUDE ANY DETAILED 
INFORM ATON ON POWER PROJECTS. 

CASTRO 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 apr 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BUENOS03210 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7801 80-0204 

Format: TEL 
From: BUENOS AIRES 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 978041 7/aaaaankm.tel 

Line Count: 42 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 0153bca7-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION ARA 


Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2847696 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECT: STATUS OF ARGENTINE ELECTRIC POWER CONSTRUCTION PLANS 
TAGS: BENC, AR 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/01 53bca7-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 
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